NOTE: 


1. ALL CAPACITORS ARE IN uF. AW 345) 
2. FOR 512K MEMORY, ALL A6U CSD 
RAM ARE USED. USE BILL AOU —3-4p) 
OF MATERIAL 620-0112. ATU CJAC 
AU C4-ACD 
AOL 
3. FOR 256K MEMORY, ONLY TL C 4-4D) 
C4-4C 
ROWS B AND C ARE USED. ri 
USE BILL OF MATERIAL C 4-40) 


620-0156. 
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